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IRRIGATION DEPARTMENT 


The 22nd August, 1985 
No .: 23/2/79- ITÉ .-- The Governor of Haryana is hereby, pleased to order the confirmation of Shri 
DR. Kshetarpal, an officer of P.W.D. (I. B.) Haryana in H.S.E. Class I (Senior Scale) as Superintending 
Engineet al under ; 


4 


> 


Seiko: 


Neme 


Date of Confirmation 


Remarks 


Shti D. R. Kshetarpal 


1st April, 1976 


Vice Shri M. P. Singh 
retired on 31st March , 
1976 


The 6th September , 1985 
No. 13 /7 /79 -ITE ... The Governor of Haryana is hereby pleased to order the confirmation of thie . 
following officers of P.W.D.( 1.B.) Haryana in H.S.E. Class I (Senior Scale) as Executive Engineer , 
with effects from the dates noted agaiast each : 


Sérials 
NO 


Natier 


Date of Confirmation 


Remarks 


Saryshri 


G.K. Pajonee 


1-12-77 


Vice Shri A. N.Gupta confirmed 

as S. E. 


Manobar Lal Anand 


Against new cadre post. 


1-1-78 
1-1-78 


GJhari 


Ditto 


SPGôel 


Bxpired 


Expired . 
Against new cadre post. 


* 0 . P. Gagneja 


1-1-78 


Itider Mohan 


Post Reserved 


Ditto 


1-1-78 


Ditto 


K Chugh 
Gülzar Singh 


1.1-78 


Ditto 


.. 


H. D. Bhatia 


: 1-1-78 


Ditto 


10 


D. T Daryani 


Post Reserved 


Ditto 


11 


: S , Mehta 


1-1-78 


Ditto 


12 . 


M. G. Thukral 


1-1-78 


Ditto 


13 . 


A. K. Verma 


1-1-78 


Ditto 


14 


R. C. Kapoor 


1-1-78 


Ditto 


15 M. L. Gupta 


1-1-78 


Ditto 


These confirmation orders are without prejudice to the action /deoision that may be taken 
by Government on account of disciplinary proceeding/representation pending or proposed , if any, against 
any , office in the department . 

ARAM , 
Dated Chandigarhite: 23rd August, 1985. 

S. G. SUNDARAM , 
Commissioner and Secretary to Government, Haryana , 

Irrigation and Power Department, 
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. 


